


Cracknell slip 
—: 80 costly 


Hayes I Wycombe Wanderersi 
2 


A tragic mistake Hayes 
goalkeeper Graham Cracknell 
put Wycombe on the road to 
victory in last week's Roth- 

_ han’s Isthmian League match 
- at Church Road. 
- Wycombe were in so much 
trouble in the first 13 minutes 
that Hayes could have snatched 
+ an early lead. They also had a | 
‘reasonable looking penalty 
`. turned down, eee Ly 
- _ But the turning point came in 
the 13th minute when Cracknell 
let a half hit shot by Steve Per- 
_ Tin slip through his guard. 
~. Brom this point Wycombe 
rew in stature. Their football 
owed and Hayes were very 
much inthe back seat until they 
. narrowed the scoreline to a goal 


: in oe eae 
. Said hs have been un- 


ae to nator form a game 
. - they controlled for most of the 
time. Another. goal through 
Evans, a shot against the cross- 
- bar, another against a pos, an- 
other cleared off the line and 
one disallowed was bo sort of 
* superiority oe 
atch the an the whol 
pite th in particular, 
; and Hayes were often stretched ` 
. to cover so much ground. 
w keith Searle, the man Hayes 
. sacked because of lack of effort, 
had a storming game and so too 
ra the equally uriy Steve Per- 


mie was left to Peter Twisg to 
reduce the arrears for Hayes 12 
_ minutes from time. . 
~ Hayes: G. Cracknell, S. Pal-. 
” frey, M. Bamard, J. Sander, J. 
: O' ullivan, A. Harris C. Bat- 
. Cheilor}, T. James Re Ross, R. 
Butler, J. O'Callaghan, P. 
; Twigg: >- LB, AS 


